TABLE VII 


R. J. RETOOLD3 



Tar. 

ma/cicrt. 

Nicotine. 

mg/cigt. 

CO. 

mg/ciat. 

Brand. 

TITL 

PM 

XITL 

PM 

TITL 

PM 

Camel RNFSP 

22.5 

20.1 

1.42 

1.34 

14.0 

12.6 

Ccimel KFHP 

16.9 

15.3 

1.04 

0.99 

16.1 

15.1 

Camel KFSP 

14.8 

14.1 

0.96 

0.94 

14.3 

13.6 

Camel lOOFSP 

17.3 

NA 

1.04 

NA 

18.9 

NA 

Camel Lights KFHP 

9.4 

8.9 

0.62 

0.60 

11.6 

11.0 

Camel Lights KFSP 

9.4 

9.0 

0.66 

0.62 

11.9 

11.0 

Camel Lights lOOFSP 

11.0 

10.7 

0.78 

0.75 

13.7 

12.6 

Century 25's KFSP 

15.1 

14.3 

0.97 

0.93 

17.4 

16.2 

Century 25'3 lOOFSP 

17.2 

16.3 

1.14 

1.07 

20.4 

19.4 

Century Lights 25's KFSP^ 

9.4 

9.0 

0.68 

0.66 

11.0 

10.4 

Century Lights 25'3 lOOFSP 

11.5 

11.2 

0.89 

0.83 

13.0 

11.9 

Century Lights 25's lOOFMSP 

11.1 

11.2 

0.82 

0.83 

12.5 

11.8 

Doral Full Flavor KFSP 

16.2 

14.9 

1.02 

1.06 

16.5 

14.6 

Doral Full Flavor KFMSP 

16.3 

15.9 

1.09 

1,11 

16.1 

15.4 

Doral Full Flavor lOOFSP 

16.2 

15.0 

1.11 

1.02 

18.1 

16.8 

Doral Full Flavor lOOFMSP 

15.8 

15.3 

1.13 

1.12 

17.3 

16.7 

Doral Lights KFSP 

9.8 

9.6 

0.72 

0.72 

11.2 

11.0 

Doral Menthol Lights KFMSP 

10.0 

9.5 

0.73 

0.74 

11.4 

8.9 

Doral Lights lOOFSP 

10.3 

10.4 

0.83 

0.85 

10.5 

10.2 

Doral Menthol Lights lOOFMSP 

10.9 

10.8 

0.88 

0.90 

11,2 

10.5 

Doral Ultra Lights lOOFSP 

4.9 

5,7 

0.46 

0.51 

7,8 

7.6 

Magna KFHP 

13.9 

12.9 

0.89 

0.85 

14.9 

13.6 

Magna KFSP 

13.5 

12.1 

0.93 

0.82 

13.9 

13.3 

Magna Lites KFSP 

9.4 

9.1 

0.65 

0.65 

13.4 

12.3 

More 120FSP 

17.0 

16.7 

1.21 

1.23 

21.8 

21.2 

More 120FMSP 

17.2 

16,8 

1.32 

1.25 

21.9 

20.5 

More Lights lOOFHP 

10.4 

10.2 

0.84 

0.81 

11.1 

10.3 

More Lights lOOPMHP 

9.5 

9.6 

0.72 

0.73 

10.8 

10.8 

More Lights 120FSP 

12.1 

12.0 

0.91 

0.89 

18.8 

17.6 

More Lights 120FMSP 

12.6 

12.0 

0.99 

0.92 

19.5 

17.3 

More White Lights 120FSP 

9.8 

9.4 

0.74 

0.70 

13.5 

11.2 

More White Lights 120FMSP 

10.3 

11.0 

0.81 

0.80 

14.8 

13.8 

Now KFHP 

<0.5 

0.0 

<0.05 

0.0 

<0.5 

0.4 

Now KFSP 

0.7 

1.6 

0.13 

0.15 

2.0 

2.5 

Now KFMSP 

0.8 

1.4 

0.12 

0.13 

2.2 

1.8 

Now lOOFHP 

<0.5 

NA 

<0.05 

NA 

<0.5 

NA 

Now lOOFSP 

1.6 

2.2 

0.20 

0.20 

2.8 

3.0 

Now lOOFMSP 

2.4 

3.0 

0.25 

0.26 

4.0 

4.0 

Ritz lOOFHP 

9.3 

8.5 

0.77 

0.69 

10.7 

9.1 

Ritz lOOFMHP 

10.8 

10.3 

0.78 

0,74 

11.0 

11.0 

Salem KFMSP 

16.8 

16.4 

1.16 

1.10 

16.7 

15.9 

Salem lOOFMSP 

16.4 

15.4 

1.15 

1.03 

16.0 

15.1 

Salem Lights KFMSP 

9.4 

9.5 

0.70 

0.71 

12.0 

11.2 

Salem Lights lOOFMHP 

10.8 

10.8 

0.83 

0,82 

11.3 

11.1 

Salem Lights lOOFMSP 

8.2 

8.7 

0.68 

0.67 

10.0 

10.1 

Salem Slim Lights lOOFMHP 

9.5 

9.0 

0.75 

0.69 

10.0 

9.8 

Salem Ultra Lights KFMSP 

4.9 

5.2 

0.44 

0.44 

7.6 

7.2 

Salem Ultra Lights lOOFMSP 

4.5 

5.0 

0.41 

0.43 

7.0 

6.5 
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Source: https://www.industrydocuments.ucsf.edu/docs/xxbl0001 



TABi:.B VII (eont.) 


Brand 

Vantage KFSP 
Vantage KFMSP 
Vantage lOOFSP 
Vantage lOOFMSP 
Vantage Excell lOOFSP 
Vantage Ultra Lights KFSP 
Vantage Ultra Lights lOOFSP 
Winston KFHP 
Winston KFSP 
Winston lOOFSP 
Winston Lights KFHP 
Winston Lights KFSP 
Winston Lights lOOFHP 
Winston Lights lOOFSP 
Winston Ultra Lights KFSP 
Winston Ultra Lights lOOFSP 


NA “ Due to low sales, Philip 


R. J. REYNOLDS 


— 

mg/ciot. 

Nicotine. 

mg/ciat. 

CO, 

ma/cigt. 

TITL 

m 

TITL 

PM 


PM 

10.3 

9.9 

0.73 

0,70 

13.4 

12,9 

9.8 

9.6 

0.68 

0.68 

12.2 

11.1 

8.5 

8.7 

0.64 

0.63 

11.4 

11.6 

8.2 

8.2 

0.60 

0.60 

12.6 

11.9 

8 .8 

9.1 

0.72 

0.73 

9.2 

7.1 

5.0 

5.4 

0.43 

0.43 

7.4 

6.8 

4.9 

5.0 

0.44 

0.43 

8.0 

7.5 

16,8 

15.5 

1.05 

0.96 

15.8 

15.1 

16.6 

15.6 

1.11 

1.07 

16.2 

15.6 

17.1 

15.6 

1.05 

0.95 

19.1 

17.7 

9.6 

9.0 

0.62 

0.62 

11.5 

11.1 

9.5 

9.3 

0.66 

0.65 

11.4 

10.4 

9.9 

9.6 

0 .72 

0.68 

12.3 

12.3 

11.1 

10.9 

0.79 

0.77 

12.7 

11.6 

5.4 

5.9 

0.47 

0.47 

8.5 

8.5 

4.8 

5.0 

0.43 

0.41 

8.3 

8.0 


Morris does not routinely test this brand. 
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Source: https://www.industrydocuments.ucsf.edu/docs/xxbl0001 



